
STATINTL Saw today re quarterly report. 

US IB Sec will NOT report... be cause there is ho change. 

Status is as follows: 

1) No new inactive files have been established. 

2) No purging has been done. 

3) Present files are essentially same size, although 

we conti nue to se nd one copy of eadh official USIB 
document sent via Exec. Registry). STATINTL 

U) No changes in inactive filing contemplated by USIB Sec. 
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10 Dec 68 


STATINTL 


SAVA Quarterly report 

No change. 

Mo materials 

No plans to send any files in near future 


dmd 


STATINTL 


Approved For Release 2001/08/09 : CIA-RDP73-00099A0002001 70023-5 



